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DIVISION OF ACCIDENT PREVENTION 
CHAS. R . TRUE, SUPERINTENDENT 

SAM FRAN CIS COXAL. 


it k sT December 12, 1917. 

PREVENT ION OP ACCIDENTS 
BOILER INSPECTION REPORT 
Pile 57986- UE-250320 
LOCATION: R.R. on Mt. Tamalpais to 
Muir Woods, Mill Valley, Cal. 


Mt. Tamalpais & Muir Woods Railway, 

Mill Valley, Calif. , 

Gentlemen: — • 

We beg to advise that the locomotive boilers, located 
as per the above caption, were inspected on the 5th inst. , by our 
boiler inspector, R. G. Ramsey, who reports the following: 

EXTERNAL INSPECTION UNDER STEAM OP LOCOMOTIVE BOILERS #4. 5. and 8. 

General condition, care and attention, good. 

Steam pressure allowed 175 lbs. 

Safety -v^Lves teBted and were found to lift and blow freely at the above 
mentioned pressure. 

I 

It was impossible to make external inspection of boiler 
#7, as this boiler was ready to be moved from the premises and was not 
under steam. We have therefore taken up the matter of future inspections 
on this boiler with the Geo. E. Billings Co., who, we hope will make 
favorable arrangements. 



